July 7, 1969 


Dr. Jassos B* Rhoads 
Archivist of the United States 
National Archives and Record Service 
Washington, B. Q, 

Dear hr. Rhoads ; 

Would you please have your photographer take s picture of US 399 
for me in the following manner; Put it on a grain scale so that 
the weight in grains will he visible. As it is placed, I would pre 
fer the point st whivh s sample was removed for analysis to be visi 
bis to the lens and recorded in the picture. 

I do not know what kind of a scale mj be available to you, but if 
I am permitted a preference, I would prefei’ the most compact one so 
that both the mark on the bullet and the reading on the scale ere 
visible sad X would like the picture to be as compact as possible, 
showing nothing unnecessary. 

If the seal© 1® not legible or* in the opinion of your photographer 
would not be, as an alternative, I would find the statement of the 
weight adequate. 

v Xs 

Sincerely, 


Harold We labor g 



